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Electrical Inspectorate Department 

3(3a^jocro nJOCTO^o 

[SD-BCS^OCTO 00011(3 O3/2O13-14/<TOl.6p.0cT0.] 

0)011(3 g8ll/lO769/2O13/OUl.6p.0a0). 2013 01)1 CTD o 6111(3 31. 

6D&Jdeb(Sld9003 ^CT3crO0aJd0bS(3Og CUce^ajlcf) (313)010^(2000) 
(OTO0<P aJO OQl^CTD 6) oJ c9d (0 6TD 6ST3 C/3 Clfl COT 0611)0 CTD COTiCD 

3(3a e j O(T o2c0Da6 d&m6rDlgjj0cft>og3g3jODj. 

goJc 9 DCO 6 rT)COTOTl 0 n 0 erdco—cm0)(8§0(2oglcj£ oIcb&j 0so\) d&lo— 

1 n S) 6 Si°- 

cdHcocotcboj^o- 30,000. 

6D-0c3a£JOcro gclQoocototIqci^ ailm—(cmocroco^)— 4,500. 

(2 ]&ojcSbjoIcot cdIcQd^cotI 5%— 225. 

^-3(3a^jocro (go-OODo 63O6TT300&J 0)000)1 Cmilca. OlcOO^anr) 
(OTtoCOTl 00)^0 CrOfflOQ)QJ^o-1-1-2014, 10 (26TDld90. 

^-3^0^10 cTTO^cQDaS 6306TT300 9J CD0 00)1 <TDJ°)c&> 01 SO ]CTD 
COTOOKrOOCD (OT°1 qQ)(OT 1 00)^0 Cr020Q)OJ^o-21-1-2014, 3 (26TD1 qJ00. 

ep-BcS^ocro^c^ cot^o^^od cot°1oq)cot1oq)^o cro20Q)aj^o— 

24-1-2014, 3 £26TDlCU00. 

0Qj6inj00crog— www.etenders.kerala.gov.in 
[E-Tender No. 03/2013-14/CEI] 


No. G1-10769/2013/CEI. 31st December 2013. 

Tenders are invited for the supply of following 
equipment to Electrical Inspectorate Department. 

Name of Equipment—Automatic Three Phase Relay 
Test Set—1 No. 

EMD- 30,000. 

Cost of tender form (Original)— 4,500. 

Value added tax 5%— 225. 

Starting date and time of online submission of 
e-tender—1-1-2014 at 10 a. m. 

Last date and time of online submission of 
e-tender—21-1-2014 at 3 p. m. 

Date of opening of e-tender—24-1-2014 at 3 p. m. 

Website—www.etenders.kerala.gov.in. 

Office of the Chief Electrical Inspector, 

Housing Board Buildings, 

Shanthi Nagar, 

Thiruvananthapuram-695 00E 
Phone : 0471 2331104, 

0471 2331159 (Sd.) 

Email : cei@ceikerala.gov.in. Chief Electrical Inspector. 






























